Existing Wall 2.50 meters 
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Display will be a surround of approx 2.50/3 
meters and if existing walls are available 
would be preferred.Art Project will be 
displayed by means of a projector onto plain 
wall with completely dark surroundings. No 
internet will be required as the project will run 
from the desktop. Complete Computer system 
(Windows XP) will be required which is 
going to be placed inside the plinth together 
with the projector.Only mouse and headset will 
be visible on top of the plinth and ready to use 
by the audience 
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Plinth will contain 
projector and system 
(H:90 cm) 


Small wall 0.75m 


Small wall 0.75m 
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Construction of large walls depends. If they already exist then no need to constructed 
.Small walls of length 0.75 m will definitely need to be constructed as an entrance to my 
space. 


